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THE PITTSBURGH & LAKE ERIE RAILROAD COMPANY 


P&LE Train No. 274, the ‘‘Morning Steel King’’, 
Cleveland-Pittsburgh, passing Phillips Power 
Station, Duquesne Light Co., South Heights, Pa. 
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